AMENDMENT NO. 1 NOVEMBER 2017 
TO 
IS 15792 : 2008 ARTIFICIAL RECHARGE TO 
GROUND WATER — GUIDELINES 


[(Foreword, second cover page, para 2 (d)] — Delete. 


[Page 2, clause 3.2.3 (d)] — Substitute ‘(d) Treated municipal and 
industrial waste water conforming to the quality of drinking water as per 
IS 10500. 

NOTE — IS 10500 : 2012 Drinking water — Specification ( 


for 


second revision). 


‘d) Treated municipal and industrial waste water.’ 
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